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Rochester Desk Chair 
Parts List 


A. Seat Assembly 

B. Base Assembly 

C. Lift 


1 pc 
1 pc 
1 pc 


* Please make sure that you have all the parts indicated above before you begin assembly of this item. 

* This item should be assembled on a soft surface to prevent scratching the finish. 

Assembly Instructions 

1. Attach Lift (C) Insert the Lift (C) into the hole in the top center of Base Assembly (B) with the metal side up. Do 
not hold or take off the black sleeve during assembly. See Illustration. 

2. Attach Seat Assembly (A) Align the top of Lift (C) with the hole in the metal plate attached to the bottom of the 
Seat Assembly (A). Push the Seat Assembly (A) down to secure it to the Lift (C). See Illustration. 



Note: The seat can be adjusted to the desired height with the handle on the bottom of the 
Seat Assmbly (A). 
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